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Subjece Istoan (Etienne) SZOLLOSI, _diungarian, 


LAL CICAD 2) aoc 
istoan (Etienne) SZO:LOSI, Hungarian Jew, born 

in pudapest on september 6, 1905, studied medicine 
and surgery at the university of raris, where he 
secured his degree, it is said, in 1927. 

re, He later returned to nungary. in 1934 he 

proceeded to the iwast and practised medicine in 

Bangkok for about two years. se arrived in shanghai 


on September 9, 1936 and for some time resided at 


233 NWanking noad. He attempted to establish a 
medical practice in Shanghai but his efforts were 
far from successful. 

in early 1937 SZOLLOS™ went to Nanking where 
he vainly tried to secure & position with the 
medical department of the Chinese vovernment. 
Realizing there were no chances for him to earn 
@ livelihood there, he returned to shanghai in 


July 1937 and later moved on to Hongkong. 


He contracted a few debts in Shanghai,while in 
Hongkong he became indebted to the wovernment for 
expenses connected with his stay in a refugee camp. 
these charges were later liquidated by the Netherlands 
Legation in China, which represents Hungarian ae 
interests here. | 

in March 1938 he was in Hankow, but two months 
later had returned to the Golonys ree 

During this period he was not regularly employed : 
and lived bes more, Sf -2058 hand-to-mouth existence. i 


in late 1938 he proceeded to sreneh ‘Ende-chima 
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with wr. .. #. CAZAME, Delegate to the international 
xed Cross, to take vart in the sropical wedicine 
Congress he.d at sanoi in wovember of that yeare 

an vecember 1938, s5sZOLLOSI returned to songkong 
where he secured 2 minor post in the University of 
nongkong. 

wm August 1, 1937 sZOuL0SI was convicted and 
fined in the shanghai Second special wvistrict 
Gourt in connection with & case of &ssaulte 

SZQLLOSI is not spoken of highly in local 
Hungarian circies but apart from the foregoing 


nothing is known to his detriment. 


AME OALEL ET ELIT OY 


D.C. (Special sranch) 


M. SZOLLOSI Btienne de Nes 


du déitscus d= Ta Croix Nouge > Interna ie) 
pour 18 Shine. 


SSOLLOST 
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Etienne est no 


.tionalits 


Septembre IG59, 


assistant 
“suerre 
Re be eos 


cons spoise s § 
hole ‘de 


Budanest ( Hongrie) de 


SLOLLOSE Sugéne et de SZAITO Elisabeth. I1 séjournerait 
habituellorent © Fonskones et serait marié avec une Fran= 
qaise noe Marka SOCcHul domicilige & Paris, 
Cet Stranger est arrivS « Uaiphong le 2S Novembre 
I958 venant de Fort Bayard. Il était porveur Gu passe=- 
rt No. aefiS.SIé délivré nar lea Priéfecture de Police 


de DBDudavest le I7 mars [929 


3 juillet I°57 par le Consul 


accompagnait le Docteur CALAME, Louis, 


et 


. 


renovvelé « Changhai le 


, 


Général des Pays-Bas. I1 


Paul, chirurgien. 


Délésué de la Croix Rouge Internationale, de nationalité 


suisse, venu en Indochine pour assister au Congrés de 


Médecine Tropicale cui s'est 


Novembre I958, 


tenu A Hanol du 24 au 30 


Le Hongrois SZOLLOSI a quitté Haiphong le I2 dé- { 


Hongkong e/e 


cembre 1938 par le s/s "KUNG CHOW" A destination de 
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‘ No. 2615. sHancna, 12th Aughst 1937. sieges 


Sir, 

I have the honour to acknowledge receipt of your 
letter of the 10th instant, No.D.8040, regarding Istoan 
(Etienne) Szollosi and to thank you for the information 
contained therein. 

I have the honour to be, 
Sir, 


Youf obedient servant, 


Sy 
Ao tai Te cernivue 


Major K,M, Bourne, 
Deputy Commissioner i/c Special Branch; 
Shenghai Municipal Police, 
SHANGHAI. 
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August 10 37. 


The Acting Consul-General, 
Netherlands Consulate-General, 
Shanghai, 
Sir, 

3 have the honour to acknowledge receipt 
of your letter No. 2574 dated ?th August, 1937, and 
in reply to inform you that Istoan (Etienne) Szollasi 
was convicted and fined in connection with a case of 
@eeault at the Shanghai and special District Court on 

August 1, 1937. 

I have the hohour to be, 
Sir, 

7 Your obedient servant, 


| (Sd) K. M. Bourne. 


; Deputy Commissioner of Police 
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is On 1.8.37 at the Shanghai 2nd Special vistrict Court 


Istoan (Etienne) Szollosi was convicted and fined in 


connection with a case of assault. 


oon, Apart from the above there is no record of Szollosi 
in Shanghai Municipal Police records. 
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SHANGHAI, 7th August “1987. 


Sir, 

I have the honour to inform you that the Hungarian 
subject Istoan (Etienne)Szoellosi intends to leave for 
Canton, 

He is in possession of a Hungarian passport No.A 113.516/ 
20705, issued at Budapest on the 27th September 1930, and 
extended the last time in Shenghai by this Consulate till 
June 17th 1939. 

According to his passport he was born at Budapest on 
the 6th September 1905. 

He states that he arrived in Shanghai on the 9th Septem 
ber 1936 from Bangkok, 

He resides at 233 Nanking Road. | 

Szollosi has studied medicine and surgery at Paris and 
according to his papers he is a duly qualified doctor. 

He bas requested this Consulate to issue a certificate | 
that he has no criminal record, and I should be much obliged | 
to you if you would let me know whother this person has ever | 
come to the notice of the police, 

I have the honour to be; 
Sir; 


‘Major K.M, Bourne, 
. Deputy Comnissioner i/e Special beste) 
s euaneient wentetpal Police, s 


